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TITLE o Pome Flog Baloc&tlcfit, Mask II Driftaigfctc 

2 0HP08S o 1b insure a rare positive Fatses Plug eeuplissg protected froa accidental 
dise&gagsmnt? 


l iPmcATXCB - All mask II Ds?4fto4#e*„ 

% !WM TO BE DOSS • As fctts beeesa* available and operations! requlrsswnto p&mlt a 


1ST. M&M-HQPR3 TO C0K1 




® E igkt Brass 


B IST “ Each kit, P/B 152=0088, consists of tin follwiag: 


(1) Eec^toele, P/B 152*1589 (Bandix P/1 PS02A»8«4P) 

(2) Plug 8 P/8 132-1590, (Bendlx P/B PTO6A=8~43(SR)) 

(3) Gasfeafc, P/B 152-1593, (Bandix P/B 10-101949-8) 

<4) Pluto, P/B 152-1594 

(5) Gasket, P/B 152-1595 

(6) Harness, P/B 152-0089 

(7) Hsrdunu 

(u) #M0 x 3/16 lg Flat-Head serous (4) 

0») <6-32 x 5/16 lg Fillister-Bead screws (18) 

(e) #2-56 x 3/8 lg Brand-Bead screws (4) 

(d) #4=40 x 1/4 lg Filllstor-Baad screws (4) 

AVAILABILITY mgg OF ggf AT PSPOT > Four week* fiMa Approval EGP=29 0 


HEIGHT AMO BALAHCK C3ABGS - negligible 
t ft*8 THIS BULLSTIH OQBRBCT3 «* Boos 
t MPXFICATIOB TO BE FfflgQBMSD BY - Fluid Activity 


S PECIAL EOUIPMair 8PPPLIKD BY 


»■ *}:. f v * r T ty 


MR ■- 


(1) Drill Zoopluto 

(2) #4*40 Tap 
<3) #43 Drill 

(4) 15/32 Drill 

(5) 1/4 Drill 


DISPOSITION OF SPABBS AFFECTED - Brae 

i nsposmoa o? sparks ggggggp - mm 

OBSCRIPTIOB OF CBABC8 - 

(1> Besov* tits eighteen (18) #6-32 Fillister Baud screws bolding 
P/H 152-1171 Brasiag, Bows Changer. 
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Ri iSCRffiffjQB-g. flllBg - 

(2) Lift t be amt sad "#aip" (clcoa to the cemsetcf) th® tianw (3) 
wires eeldsred to toe eonwtir. 

(3) Banve tbo Bneiago 

(4) Ream P/N 1524172 Connecter Pitta end P/N 1324173 Casket frem 
the Bto^ag by r»viag four <4) #MO x 3/16 Flat Hoad aenta, 

(3) Claap Drill Teoplate to motor ead of Housing with hole pattern in 
upper left hand conu»a 

(6) Drill four #43 die, holes ex A one 1/4” die, hole through Housing, 

(7) Renew Tauplata, 

<8) Drill 13/32” die, hole tiaw#i Bousing ueiag 1/4” die, hole ea pilot, 

(9) Tep fetor #43 die, holes using #4*40 tap, 

(10) Lea call P/S 132*1294 Plate and P/S 152*1173 Casket to Housing using 
four (4) #4=40 x 3/16” Flat Hoad screws, 

(11) Raawus two (2) ndcreevitcbes aad associated wiring, 

(12) ftawova cover fron aotor and uasoldar black aad rod laodo noting 
respective taradasls used, 

(13) Install now alcroewitebes of harness using #2-56 x 3/8" lg, Hound 
Head scr ew s , 

(14) Holder rod wire of harness to aotor terminal, referring to step (12), 

(15) Solder short length of black wire to inter terminal, referring to 
stop (12) 0 

( 16 ) Replace water const, 

(17) Lace block wins from aotor to yellow aad orange vires of (amass, 

(16) Thread the three vires through tbs 13/32” die, hole in Bousing and 
the P/N 152*1593 Gasket, 

(19) Solder the orange wire to pin "A"j the black vise to pin "B”; and 
the yellow wise to pin ”C” of Receptacle P/N 152*1589, 

(20) Slide tbs harness sleeving over tin terminals, 

(21) Install the Receptacle end Gasket to the Bousing, positioning tits 
trademark "Beadix" at the tep, using four (4) #4=40 Fillister Bead 
screws, 

(22) R ein s t a l l Housing using eighteen (18) #6«32 x 5/16” lg. Fillister 
Hood screws being easeful not to pinch the harness wires between ths 
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